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ACTION SY-10 

INFO OCT-01 SS-15 ADP-00 /026 W 

125607 

P 041613 ZJUL 73 
FM AMEMBASSY HELSINKI 
TO SECSTATE WASHDC PRIORITY 6434 
AMEMBASSY TOKYO PRIORITY 
AMCONGEN HONG KONG PRIORITY 



LIMITED OFFICIAL USE HELSINKI 1818 

E. O. 11652 : N/ A 
TAGS: ASECOVIPJA 

SUBJECT: SECVISIT/ TOKYO - SECURITY ARRANGEMENTS 
REF: STATE 130331 

DEPT FOR A/ SY/ T; TOKYO FOR RSO; HONG KONG FOR RTC 

1. TSO LYMAN L. FRAZER SCHEDULED PROVIDE TECHNICAL 
COVERAGE SECRETARY' S VISIT TOKYO. FRAZER HOLDS 
CONFIRMED SPACE PA-02 ARRIVING TOKYO JULY 12 AND 
WILL ADHERE PLANNED SCHEDULE UNLESS ADVISED TO 
CONTRARY BY A/ SY/ T OR RTC HONG KONG. 
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*** Current Handling Restrictions *** n/a 

*** Current Classification *** LIMITED OFFICIAL USE 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 04 JUL 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: willialc 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973HELSIN01818 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Film Number: n/a 

From: HELSINKI 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730763/aaaajuvs.tel 

Line Count: 60 
Locator: TEXT ON-LINE 
Office: ACTION SY 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: 73 STATE 130331 

Review Action: RELEASED, APPROVED 

Review Authority: willialc 

Review Comment: n/a 

Review Content Flags: ANOMALY 

Review Date: 30 JUL 2001 

Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <30-Jul-2001 by kelleyw0>; APPROVED <23-Aug-2001 by willialo 

Review Markings: 
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EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> gwr 980306 

Subject: SECVISIT/ TOKYO - SECURITY ARRANGEMENTS 

TAGS: ASEC, OVIP, JA 

To: STATE 

Type: TE 
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